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You know thQ importance of specifying good material. That is 
why we want you to become throughly familiar with "United 
States" Enameled Ware, 

You know, too, a modern building may be impaired because the 
builder insists upon material which you know will not give 
satisfaction. 

To forestall disappointment, the custom is rapidly growing 
among architects and plumbing contractors to cover more details 
in their specifications - because owners are not likely to make 
changes in written specifications recommended by the architect 
or contractor. 

"United States" Enameled Ware is absolutely dependable. It is 
"at home" in the finest surroundings- It is made to LOOK well 
and to WEAR well. It has been the choice of architects and 
builders of large apartment houses as well as of individual 
homes. 

There is a variety of "United States" products - range of sizes 
and styles that will meet every requirement. 

Write for literature. 

Yours very truly. 



Kenneth M. deVos 
Architect 



Detroit Lead Pipe Worics A. W. Phillips 

Wholesalers Plumbing & Heating Contractor 



Alden Park Manor 

8100 Jefferson Avenue^ East 

Detroit 

■PIIMLDEN PARK MANOR is one of Detroit's distinctive apartment 
■■^l buildings. It is located in Indian Village, one of the city's most ex- 
m elusive sections, and consists of four eight-story buildings of eighty- 
eight apartments each— three hundred fifty-two in all. 

These splendid apartment buildings are modern in every respect, and 
were planned by Mr. Kenneth M. de Vos of Detroit, who was builder as well 
as architect. The buildings are owned jointly by Mr. deVos and Mr. C. C. 
Mitchell of Chicago. 

In keeping with the general high quality of its appointments, Alden 
Park Manor contains a large amount of **United States'' Enameled Ware, which 
was furnished by Detroit Lead Pipe Works, Detroit's well-known jobber, and 
installed by A. W. Phillips, also of Detroit. 

The growing popularity of ^'United States" Enameled Ware is due to 
its unusual quality and fine appearance. It is so carefully built that its beauty 
will be undiminished after years and years of enduring service. 

You, too, can install ''United States" Enameled Ware with full knowl- 
edge that years hence the owner will be as enthusiastic about it as on the day 
it was furnished. 



Attractive "UNITED STATES" Enameled Ware 




Minerva — Plate C-5 

United States Enameled All Over, One-Piece 
Minerva Recess Bath, with S^-inch exposed rim 
and 23/2-inch concealed rim. Bottom outlet in 
either left or right-hand end. 

Concealed top-fill fitting in end wall. 

Can be furnished with concealed fitting in center 
of back wall. 

Nominal sizes 5 feet 5}^ fect 

Length over rim 60^ 66* 

Length inside at top . . . . . 55* 61* 

Width over rim 31* 31* 

Width inside at top 24%* 24%* 

Floor to top of rim 18* 18* 

Depth inside at outlet 17* 17* 




The Ajax— Plate 

United States Enameled Iron Pedestal Lava- 
tory, with Nonpareil Overflow and Soap Cup. 

Pedestal and Bowl support cast integral elimi- 
nating joint. 

Nominal sizes 20x24* - 20x26* 22x28* 22x30* 24x32 * 

Bowl llxlSH* 11x15.^* 1214x17* 121-^x17* 123^x17* 

Depth of bowl at 

outlet 6* 6* 6* 6* 6* 

Depth of apron.... 4^* 43^* 4^* 4>i* 4H" 

Floor to top of rim. 30* 30* 30* 30* 30* 




The Roxbury— Plate C-283 

United States Enameled Iron Lavatory with 
Nonpareil Overflow and Soap Cup. 



Nominal sizes 18x21* 18x24* 20x24* 20x24* 22x28* 

Bowl 10x15* 11x15* 11x15* 11x15* 12x17* 

Depth of bowl 6* 6* 6* 6* 6* 

Back 8* 10* 10* 12* 12* 

Apron -iH" ^Yi" ^H" ^li" 




Plate C-400—Left-Hand Drain Board 
Plate C-401— Right-Hand Drain Board 

United States Enameled Iron Kitchenette One- 
Piece Sink and Drain Board combination. Sink, 
6 inches deep. Apron, 6 inches deep. Furnished 
with concealed wall hanger. 



Dimensions 





Drain 




Length 


Sink 


Board 


Back 


Overall 


0400-401—20x26* 


20x18* 


12* 


44* 


CM02-403— 20x30* 


20x18* 


12* 


48* 


C-402-403~20x30* 


20x24* 


12* 


52* 


0-414-415—23x34* 


23x24* 


12* 


57* 



Attractive "UNITED STATES'^ Enameled Ware 




Plate C-604— Tray at Left 
Plate C-605— Tray at Right 

United States Enameled Iron One-Piece Apron 
Combination Sink and Laundry Tray with Over- 
flow from Laundry Tray to Sink. 

Apron, 6 inches deep. Back, 10 inches. 

Furnished w^ith ash wood laundry tray cover and 
drain board combined, hinged to back. 

Adjustable pedestal under tray and adjustable 
leg under sink. 

Dimensions 

Inches 

Length inside of tray 22 

Width inside of tray 21 

Depth inside of tray 

Length inside of sink 22 

Width inside of sink 21 

Depth inside of sink 7 

Length overall SOj/a 

Width overall 24^^ 




Plate C-506 

United States Enameled Iron One-Piece Roll 
Rim Slop Sink, 12 inches deep w[th 12-inch back. 
Furnished with Plate C-S14 ''S" Trap Standard 
with 3^-inch outlet. 

Sizes 

16x20^' 20x22" 
18x22'' 20x24" 



What the "United States^' Catalog Contains 

The "United States" line of enameled ware is complete. It contains baths from the finest recess 
patterns down to the ordinary style; lavatories, including the beautiful pedestal, the dual and the 
ordinary; drinking fountains; sinks of various styles; Perfection closet tanks with the air space 
that prevents sw^eating; and laundry trays in various styles and combinations. 

All these are illustrated— and specifications given— in the '^United States" Catalog 



ARROTT BUILDING 

PITTSBURGH, PA. 



PHILADELPHIA 
Land Title Bldft. 



CHICAGO 
McCormick Bldg, 



NEW YORK 
103 Park Ave. 



BOSTON 
6 Beacon St. 



Attractive UNITED STATES" Enameled Ware 
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